ETag: "2b588a34fcd825a1be782b191c090c30"
authorization: LOW 3ozqvYVYZEAehk4f:REDACTED_BY_IA_S3
connection: close
content-length: 2169541
expect: 100-continue
host: s3.us.archive.org
te: deflate,gzip;q=0.3
user-agent: ias3upload/0.7.2
x-amz-auto-make-bucket: 1
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-abstract: The phase relations for the systems AgI-NaI and AgI-KI have been determined for  the temperature range from room temperature to 685 �C, using differential thermal analysis techniques. The AgI-NaI syslem has a eutectic at 50 mole percent Nal and 384 �C. The AgI-KI system has eutectics at 20.8 and 28.5 mole percent KI and 254 �C and 244 �C, respectively. A compound of formula KAg34 is formed wilh a congru ent melting point of 268 �C.
x-archive-meta-cite: J. Res. Natl. Bur. Stand., Vol. 64A, No. 5, p. 403
x-archive-meta-collection: NISTJournalofResearch
x-archive-meta-date: 1960
x-archive-meta-description: Journal of Research of the National Bureau of Standards
x-archive-meta-issue: 5
x-archive-meta-language: English
x-archive-meta-mediatype: texts
x-archive-meta-page: 403
x-archive-meta-publisher: National Bureau of Standards
x-archive-meta-rights: The Journal of Research of the National Institute of Standards and Technology is a publication of the U.S. Government. The papers are in the public domain and are not subject to copyright in the United States. However, please pay special attention to the individual works to make sure there are no copyright restrictions indicated. Individual works may require securing other permissions from the original copyright holder.
x-archive-meta-title: Systems silver iodide-sodium iodide and silver iodide-potassium iodide
x-archive-meta-volume: 64A
x-archive-meta01-creator: Burley, G.
x-archive-meta01-subject: potassium
x-archive-meta02-creator: Kissinger, H. E.
x-archive-meta02-subject: room temperature
x-archive-meta03-subject: silver iodide
x-archive-meta04-subject: thermal analysis
x-upload-date: 2012-10-05T14:28:47.000Z
